ERRATA: 

K°. 487. in the Contents, Art. VIL and p. 320, 
Tit. VIL The Rev. Charles Lyttlcton LLD. 
F. R. S. and for Archdeacon of Exeter, read 
Dean of Exeter. 


Printed for C. Davis, over-againft Grafs Inn Gate 
in Ho Ibourn^ m n t er to the Royal Society, 
M.dcc.xlix. 


